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MEMORANDUM FOP.: Deputy Director for Support. 

SUBJECT : Program Objectives for FY 1975 

REFERENCE : Memorandum from C/DPS Plans Staff, 

dated 5 January 1973, Subject: 
Program Call 

As requested, attached are proposed program 
objectives for the Office of Medical Services for 
FY 1975. 
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JOHN R. TIETJES, M.D. 
Director of Medical Services 
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